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ORIGIN EB-07 

INFO OCT-01 CIAE-00 COME-OO DODE-OO NRC-05 NSAE-00 TRSE-00 

EUR- 12 ERDA-05 ISO-OO /030 R 

DRAFTED BY EB/ITP/EWT : RWPRACHT :ERS 
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ERDA-JKRATZ 
RPE 
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R 290139Z JAN 76 
FM SECSTATE WASHDC 
TO USMISSION OECD PARIS 

CONFIDENTIAL STATE 021994 

EXCON 

E.O. 11652: XGDS-1 
TAGS: ESTC, COCOM 

SUBJECT: PROPOSED EMBARGO OF ELECTRONIC TESTING DEVICE 

WOULD APPRECIATE USDEL FOLLOW-UP ON REQUEST GIVEN KRATZ 
LETTER OF DECEMBER 15 ON APPROACH TO FRENCH REGARDING 
ELECTRONIC TESTING DEVICE (AN-800). KISSINGER 
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Disposition Reason: 

Disposition Remarks: 

Document Number: 1976STATE021994 

Document Source: CORE 

Document Unique ID: 00 

Drafter: RWPRACHT:ERS 

Enclosure: n/a 

Executive Order: XI 

Errors: N/A 

Film Number: D760034-0256 
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Handling Restrictions: n/a 
Image Path: 

ISecure: 1 
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